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(c)  Time of milking ;   morning (M) ;   evening (E) ;   mixed milk (E.1M.P. or S
orM.E.P. or S) ;   unknown (N.S.)

(d)  Time of sampling.

A suitable book for recording particulars of the samples as obtained
should bear the following headings :

(1)  Laboratory sample No.

(2)  Name, address and number of producer.

(3)  Gallons of milk in churn.

(4)  Time of milking (A.M., P.M., or mixed).

(5)  Time test commences.

By courtesy of The Tititometer, Ltd.
FIG. 224.    Lovibond All-Purposes Comparator.
(Used for Phosphatase and Resazurin tests.)
(6)  Mean of maximum and minimum shade temperatures.
(7)  Result of test (ten-minutes   or   standard).
(8)  Remarks.
(9)  Action, taken.
(10) Name of person making test.
The apparatus required consists of :
(1)  An All-Purposes Lovibond Comparator shown in Fig. 324.    This is fitted
on a special stand and the same apparatus can be used for the phosphatase
test if desired.
(2)  The Resazurin disc.    This contains seven empirical colour-glass standards
which range from blue, through mauve and purple to pink and finally white.